ASHTON’S MOTEL 


On Hwy. 3B or 401, 
2745 Dougall Rd., Windsor, Ont., Canada 


28 Units of modern accommodation featuring: tubs: & 


showers, 1.V., radios, and telephones in all rooms. 


Playground equipment. (Open the year ‘round) 


Tel. YOrktown 9-6620 W, ROWAN & E. B. CARTON 
Owner Management 


14722-B 
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